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PART III 
Stores Purchase 


Collegiate Education Department 

2019 ഡിസംബർ മാസം 13 -ാം തീയതി അവധി ദിവസമായി 

വന്നാൽ തൊട്ടടുത്ത പ്രവർത്തി ദിവസം പകൽ 12 മണി വരെ 
ദർഘാസ് പരസ്യം 

ദർഘാസുകൾ സ്വീകരിക്കുന്നതും 3 മണിക്ക് ദർഘാസുകാരോ 

അംഗീകൃത പ്രതിനിധികളോ ഹാജരുണ്ടങ്കിൽ അവരുടെ 
നമ്പർ എ3- 413 / 2019 /മാച്ചിംഗ് ഗ്രാന്റ് പ്ലാൻ 2019 - 20 . 

സാന്നിദ്ധ്യത്തിൽ തുറക്കുന്നതുമാണ്. 
| 2019 നവംബർ 5 . 

ദർഘാസ് ഫോറം 2019 ഡിസംബർ മാസം 13 -ാം തീയതി 
2019 - 20 സാമ്പത്തിക വർഷം കോട്ടയം ഗവൺമെന്റ് 

പകൽ 12 മണി വരെ കോളേജ് ഓഫീസിൽ നിന്നും 
കോളേജിൽ 2202 - 03 - 103 - 85 പദ്ധതിയിൽ ? 4, 50,000 - ന്റെ 

- ലഭിക്കുന്നതാണ്. തപാലിൽ ദർഘാസ് ഫോറം ലഭിക്കേണ്ടവർ 
ജ ന റേ റ്റർ വാങ്ങു ന്നതി നായി മുദ്രവച്ച ദർഘാസുകൾ 

ദർഘാസ് ഫോറത്തിന്റെ വിലയായ 3 1,512 - ന്റെ ( നികു തി 
ക്ഷണിച്ചുകൊള്ളുന്നു . ദർഘാസുകളുടെ കവറിനു പുറത്ത് 

ഉൾപ്പെടെ) ഡിമാന്റ് ഡാഫ് റ്റും തപാൽ സ്റ്റാമ്പ് ഒട്ടിച്ച് 
2 019 - 2 0 സാമ്പ ത്തിക വർഷം കോട്ടയം ഗവൺമെന്റ് 

മേൽവിലാസം എഴുതിയ കവറും സഹിതം അപേക്ഷ 
കോളേജിൽ 2202 - 03 - 103 - 85 പദ്ധ തി യിൽ ജ ന റേ റ്റർ 

നൽ കേ ണ്ട താ ണ് . ദർഘാസ് ഫോറ ത്തിന്റെ വില ഒരു 
വാങ്ങുന്നതിനുള്ള ദർഘാസുകൾ എന്നെഴുതി പ്രിൻസിപ്പാൾ, 

കാരണവശാലും തിരികെ നൽകുന്നതല്ല . ദർഘാസ് ഫോറങ്ങൾ 
ഗവൺമെന്റ് കോളേജ്, കോട്ടയം, നാട്ടകം പി. ഒ., പിൻ- 686 013, 

കൈമാറ്റം ചെയ്യുവാൻ പാടുള്ളതല്ല. ദർഘാസ് ഫോറത്തിന്റെ 
കോട്ടയം എന്ന വിലാസത്തിൽ അയച്ചുതരേണ്ടതാണ്. 

വിൽപ്പന 2019 ഡിസംബർ മാസം 13 -ാം തീയതി പകൽ 
ദർഘാസുകൾ 2019 ഡിസംബർ മാസം 13 -ാം തീയതി 12 മണിക്ക് അവസാനിക്കുന്നതാണ്. 
പകൽ 2 മണിവരെ സ്വീകരിക്കുന്നതാണ്. താമസിച്ചുകിട്ടുന്ന 

ചെക്കുകൾ, പോസ്റ്റൽ ഓർഡറുകൾ, സ്റ്റാമ്പുകൾ എന്നിവ 
ദർഘാസുകൾ സ്വീക രി ക്കു ന്ന ത ല്ല . ദർ ഘാ സു കൾ 

ദർഘാസ് ഫോറത്തിന്റെ വിലയായി സ്വീകരിക്കുന്നതല്ല. ഫോറം 
2019 ഡിസംബർ മാസം 13 -ാം തീയതി പകൽ 3 മണിക്ക് 

വി. പി. പി. ആയി അയയ്ക്കുന്നതല്ല. ഡ്യൂപ്ലിക്കേറ്റ് ദർഘാസ് 
ദർ ഘാ സു കാരോ അംഗീകൃത പ്രതി നിധികളോ 

ഫോറത്തിന്റെ വില ( നികുതിയുൾപ്പെടെ) { 756 ആയിരിക്കും. 
ഹാജരുണ്ടെങ്കിൽ അവരുടെ സാന്നിദ്ധ്യത്തിൽ തുറക്കുന്നതാണ്. 
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- ദർഘാസിൽ കാണിക്കുന്ന നിരക്കുകൾക്ക് 2020 മാർച്ച് 31 
വരെ പ്രാബല്യം ഉണ്ടായിരിക്കേണ്ടതാണ്. ദർഘാസ് 
ഫോറത്തിനോടൊപ്പം ? 200 - ന്റെ മുദ്രപത്രത്തിൽ ഉടമ്പടിയും 
നിരതദ്രവ്യമായി ? 4,500 - ന്റെ ഡിമാന്റ് ഡ്രാഫ്റ്റും നൽകേണ്ടതാണ്. 


More details can be had from College Office. Cash 
transaction hour in this office is 10 a. m . to 2 p . m . 


The undersigned will have the right to cancel or 
extent the tender at any time without further notice. 


Government College , 
Kottayam. 


(Sd.) 
Principal. 


ദർഘാസ് പരസ്യം 


നമ്പർ A4 / 1389 / 2019 / KKTM GC. 


2019 നവംബർ 11. 


No. A3- 413/ 2019 / Matching Grant/ Plan 2019- 20 . 

5th November 2019 . 
Sealed tenders are invited for the purchase of 
Generator for an amount not exceeding 3 4, 50 , 000 under 
the scheme “Matching Grant Plan 2019 -20 ” . 

The envelope containing the tender should be 
superscribed “ Tender for the purchase of Generator under 
the Scheme Matching Grant Plan 2019 - 20 ” and addressed 
to the Principal, Government College, Kottayam , 
Nattakom P. O ., Kottayam -686 013. Last date for the receipt 
of tender is 13th December 2019 at 2 p .m . Late tenders will 
not be accepted . The tenders will be opened at 3 p . m . on 
13th December 2019 in the presence of such tenderers or 
their authorised representatives who may be present at 
that time. 


Intending tenderers may, on application to 
the Principal, Government College , Nattakom P . O ., 
Kottayam obtain the requisite tender forms on which 
tenders should be submitted . Application for tender form 
should be accompanied by a cash remittance of 7 1, 512 
( including GST ) which is the price fixed for a form and 
which is not refundable under any circumstances. Demand 
Draft for 3 756 on the local branch of SBI drawn in favour 
of the Principal, Government College, Kottayam and self 
addressed stamped cover should be enclosed with the 
application for tender forms to be sent by post. 
The tender forms are not transferable . Sale of tender forms 
will be closed at 12 Noon on 13th December 2019 . 
Cheques , Postage Stamps etc . will not be accepted 
towards the cost of tender forms nor will the forms be 
sent per VPP . Duplicate tender forms, if required will be 
issued at * 756 ( inclusive of taxes) per copy. 

The rate quoted should be valid upto 31 -3 -2020 . The 
articles should be supplied within 30 days on receipt of 
the supply order , in concerned department at your expense . 
Rates , tax and condition of supply of articles should clearly 
be stated separately in respect of each of them . An 
agreement in the prescribed form in Kerala Government 
Stamp Paper worth 200 should be enclosed with the 
tender. 


- പുല്ലൂറ്റ് കെ . കെ . ടി . എം . ഗവൺമെന്റ് കോളേജിലെ 
പുതിയ പരീക്ഷ ഹാളിലേക്ക് സി . സി . ടി. വി . സംവിധാനം 
( പെസിഫിക്കേഷൻ ഉൾച്ചേർത്തിരിക്കുന്നു.) ഒരുക്കുന്നതിന് 
ഏക ദേശം ? 1, 50,000 (ഒന്നര ലക്ഷം രൂപ മാത്രം) - ന്റെ 
മുദ്രവെച്ച ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . ദർഘാസ് 
അടക്കം ചെയ്ത കവറിന് പുറത്ത് “2019 -2020 പ്ലാൻ ഫണ്ടിൽ 
നിന്നും പുതിയ പരീക്ഷ ഹാളിലേക്ക് സി . സി. ടി. വി . 
സംവിധാനം ഒരുക്കുന്നതിനുള്ള ദർഘാസ് എന്ന്എഴുതിയിരി 

ക്കേ ണ്ട തും , പ്രിൻസിപ്പാൾ, കെ . കെ . ടി . എം . ഗവൺമെന്റ് 
- കോളേജ്, പുല്ലൂറ്റ് പി . ഒ., തൃശ്ശൂർ ജില്ല , പിൻ - 680 663 എന്ന 
വിലാ സ ത്തിൽ അ യ യ് ക്കേ ണ്ട തുമാ ണ്. ദർഘാസ് 
സ്വീകരിക്കുന്ന അവസാന ദിവസം 11 - 12 - 2019 വൈകിട്ട് 
3 മണിവരെ ആ യി രിക്കും. മേൽ സമ യ ത്തി നു ള്ളിൽ 
ലഭിക്കുന്ന ദർഘാസു കൾ 12 - 12 - 2019 പകൽ 10 മണിക്ക് 
അപ്പോൾ ഹാജരുള്ള ദർഘാസുടമകളുടെയോ അവർ അധികാര 
പ്പെടുത്തിയിട്ടുള്ള വ്യക്തികളുടെയോ സാന്നിദ്ധ്യത്തിൽ തുറക്കുന്ന 
താ ണ് . വൈകി ലഭി ക്കു ന്ന ദർഘാ സു കൾ യാതൊരു 
കാരണവശാലും സ്വീകരിക്കുന്നതല്ല. നിർദ്ദിഷ്ട ഫോറത്തിലാണ് 
ദർഘാസുകൾ സമർപ്പിക്കേണ്ടത്. പ്രസ്തുത ഫോറത്തിന് 
? 600 + 18 % GST പ്രകാരം അടച്ച് അപേക്ഷിക്കേ ണ്ട താ ണ്. 
ഡാഫ്, ചെക്ക്, പോസ്റ്റൽ ഓർഡർ എന്നിവ സ്വീകരിക്കു 
ന്നതല്ല. ദർഘാസ് ഫോറത്തിന്റെ പകർപ്പ് ആവശ്യമുണ്ടെങ്കിൽ 
പകർപ്പ് ഒന്നിന് ? 300 + 18 % GST പ്രകാരം അടച്ച് അപേക്ഷി 

ക്കേ ണ്ട താ ണ് . ദർഘാസ് ഫോറം കൈമാറ്റം ചെയ്യാൻ 
-- പാടുള്ളതല്ല . ദർഘാസ് ഫോറത്തിന്റെ വിൽപന 11 - 12 - 2019 
പകൽ 2 മണിക്ക് അ വ സാ നിക്കും. ദർഘാസ് ഫോറം 
തപാലിൽ ലഭിക്കണമെന്ന് താൽപര്യമുള്ളവർ ആവശ്യമായ 
തപാൽ സ്റ്റാമ്പ് പതിച്ച മേൽ വിലാസം എഴു തിയ കവർ 
അപേക്ഷയോടൊപ്പം അയയ്ക്കേണ്ടതാണ്. 


No. A4/ 1389 /2019 /KKTM GC. 


11th November 2019. 


The tender should be accompanied by an EMD of 
1 % ( one percent) of the total cost of the articles tendered 
for, either in cash or crossed bank draft, or TSB deposits 
or Government pronote of Bank guarantee or NSL . Tenders 
without sufficient EMD will be rejected . EMD will carry no 
interest. Firms who are exempted from EMD should furnish 
attested copy of exemption orders. 


Sealed tenders are invited for the supply and 
Installation of CCTV System (Specification attached ) in 
New Examination Hall of the College for an amount of 
? 1 ,50, 000 (Rupees One Lakh Fifty Thousand only ) to 
K .K . T.M . Government College, Pullut P.O ., Thrissur District, 
Pin -680 663 under Plan Fund 2019- 20 . 
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Tender should be superscribed “ Tender for the 
Supply and Installation of CCTV System to the College 
under Plan Fund 2019- 2020 and should be addressed to 
the Principal, K . K . T . M . Government College, Pullut P. O ., 
Thrissur District, Kerala State, Pin -680 663 . Last date of 
receipt of tenders will be at 3 p. m . on 11- 12 - 2019. Late 
tenders will not be accepted . Tender will be opened at 
10 a. m . on 12 - 12 -2019 in the presence of such tenderers 
or representatives who may be present at that time. 


accompanied by a cash remittance of ? 600 + 18 % GST 
which is the price fixed for a tender form and is not 
refundable under any circumstances. Sale of tender forms 
will be closed at 2 p . m . on every day. The tender forms 
are not transferable. Cheques, Postal Orders, Demand 
Drafts etc. will not be accepted towards the cost of tender 
form or will not be sent by V. P. P. Sale of tender form will 
be closed at 2 p. m . on 11- 12 -2019. 


Duplicate forms if required will be issued at 
3 300 + 18 % GST per copy. Those who wish to receive the 
tender forms by post may send a self addresed , 
sufficiently stamped envelope in addition to the cost of 
tender forms. 


Intending tenderers may on application to the 
Principal, K . K . T . M . Government College, Pullut P . O ., 
Thrissur District, Kerala State , Pin -680 663 to obtain the 
requisite tender forms on which tenders should be 
submitted . Application for the tender form should be 


- 


K . K . T. M. Government College, 
Pullut. 


(Sd.) 
Principal. 


ദർഘാസ് പരസ്യം 


[നമ്പർ 01/ എ2/2019- 20/ പദ്ധതി) 


നമ്പർ എ2-900 / 2019 -20/ പദ്ധതി. 


2019 ഒക്ടോബർ 29. 


- 2019-20 സാമ്പത്തിക വർഷത്തെ പദ്ധതി വിഹിതത്തിൽ “ സർക്കാർ കോളേജുകളിലെ ലാബ്/ ലൈബ്രറി ആൻഡ് ഫർണിച്ചർ 
വികസനം എന്ന ഇനത്തിൽ അനുവദിച്ച് ? 1,95,000 ( ഒരു ലക്ഷത്തി തൊണ്ണൂറ്റി അയ്യായിരം രൂപ മാത്രം) ഇതോടൊപ്പം 
ഉൾക്കൊള്ളിച്ചിട്ടുള്ള പട്ടികയിൽ കാണിച്ചിട്ടുള്ള ഫിസിക്സ് ലാബിലേക്കാവശ്യമായ ലാബ് ഉപകരണങ്ങൾ വിതരണം ചെയ്യാൻ 
തയ്യാറുള്ളവരിൽ നിന്നും മുദ്രണം ചെയ്ത ദർഘാസുകൾ ക്ഷണിക്കുന്നു . “ ദർഘാസ് അടക്കം ചെയ്ത് കവറിന് പുറത്ത് 
ദർഘാസ് നമ്പർ 01/ എ2/ 2019- 20/പദ്ധതി-2019 -20 സാമ്പത്തിക വർഷത്തെ പദ്ധതി വിഹിതത്തിൽ ഫിസിക്സ് ലാബ് ഉപകരണങ്ങൾ 
വിത രണം ചെയ്യു ന്ന തിനുള്ള ദർഘാസ്” എന്നെഴു തി ( പിൻ സിപ്പാൾ, പി . ടി . എം . ഗവൺ മെന്റ് കോളേജ്, 
പെരിന്തൽമണ്ണ, പാതായ്ക്കര പോസ്റ്റ്, പെരിന്തൽമണ്ണ, മലപ്പുറം ജില്ല , കേരളം - 679 322 എന്ന വിലാസത്തിൽ സമർപ്പിക്കേണ്ട 
താണ്. വൈകി ലഭിക്കുന്ന ദർഘാസുകൾ സ്വീകരിക്കുന്നതല്ല. 

നിരതദ്രവ്യം ? 1,950. 


ദർഘാസ് ഫോറത്തിന്റെ വിൽപ്പനയുടെ അവസാന തീയതിയും സമയവും 12 - 12 - 2019 ഉച്ചയ്ക്ക് ശേഷം 2 മണി. 


ദർഘാസുകൾ സ്വീകരിക്കുന്ന അവസാന തീയതിയും സമയവും 12 -12 - 2019 ഉച്ചയ്ക്ക് ശേഷം 3 മണി. 
ദർഘാസുകൾ തുറക്കുന്ന തീയതിയും സമയവും 13- 12 - 2019 രാവിലെ 11 മണി. 
- ദർഘാസ് നടപടികളിൽ പങ്കെടുക്കാൻ ആഗ്രഹിക്കുന്നവർ മേൽ ഖണ്ഡികയിൽ കാണിച്ചിട്ടുള്ള പ്രിൻസിപ്പാളിന്റെ 
വിലാസത്തിൽ അപേക്ഷിച്ചാൽ ദർഘാസ് ഫോറം ലഭിക്കുന്നതാണ്. അപേക്ഷയുടെകൂടെ ദർഘാസ് ഫോറത്തിന്റെ വിലയായ 
? 672 ( അ റു നൂറ്റി എഴുപത്തിരണ്ട് രൂപ മാത്രം) ( ഫോറത്തിന് ? 600 + GST 12 % ) അട യ് ക്കേ ണ്ട താ ണ് . ദർഘാസ് 
ഫോറത്തിന്റെ വില യാതൊരുകാരണവശാലും മടക്കിത്തരുന്നതല്ല. ദർഘാസ് ഫോറം കൈമാറ്റം ചെയ്യാൻ പാടുള്ളതല്ല. ദർഘാസ് 
ഫോറത്തിന്റെ വിലയായി ചെക്ക്, പോസ്റ്റൽ ഓർഡർ, ഡ്രാഫ്റ്റ് മുതലായവ സ്വീകരിക്കുന്നതോ വി . പി. പി . ആയി അയച്ചു 
കൊടുക്കുന്നതോ അല്ല. ദർഘാസ് ഫോറം തപാൽമാർഗ്ഗം ലഭിക്കുന്നതിന് ദർഘാസ് ഫോറത്തിന്റെ വിലയും രജിസ്റ്റേർഡ് തപാൽ 
ചാർജ്ജും ഉൾപ്പെടെ 3 722 ( എഴുനൂറ്റി ഇരുപത്തി രണ്ട് രൂപ മാത്രം) പ്രിൻസിപ്പാളിന്റെ വിലാസത്തിൽ (മുകളിൽ കാണിച്ച ) 
മണിയോർഡറായി അയച്ചുതരേണ്ടതാണ്. 


- പൂരിപ്പിച്ചതും ഒപ്പിട്ടതുമായ ദർഘാസുകളുടെകൂടെ നിരതദ്രവ്യമായി ? 1,950 (ആയിരത്തി തൊള്ളായിരത്തി അമ്പതുരൂപ 
മാത്രം) പ്രിൻസിപ്പാളിന്റെ പേരിലുള്ള ഡിമാന്റ് ഡ്രാഫ്റ്റ് ഉൾക്കൊള്ളിക്കേണ്ടതാണ്. നിരതദ്രവ്യത്തിന് പലിശ ലഭിക്കുന്നതല്ല . 
വിതരണം ചെയ്യാൻ ഉദ്ദേശിക്കുന്ന ഓരോ ഉപകരണത്തിന്റെയും വില , നികുതി എന്നിവ പ്രത്യേകം കാണിക്കേണ്ടതാണ്. വിതരണ 
ഉത്തരവ് തീയതി മുതൽ ഒരു മാസത്തിനുള്ളിൽ സ്വന്തം ചെലവിൽ ഉപകരണങ്ങൾ വിതരണം ചെയ്യേണ്ട താ ണ്. വില 
നിലവാരത്തിന് 31 - 3 - 2020 വരെ പ്രാബല്യം ഉണ്ടായിരിക്കുന്നതാണ്. നിരതദ്രവ്യം അടയ്ക്കുന്നതിൽ നിന്നും ഒഴിവാക്കപ്പെട്ടിട്ടുള്ള 
കമ്പനികൾ ഒഴിവാക്കിയ ഉത്തരവിന്റെ ശരിപ്പകർപ്പ് ദർഘാസിന്റെ കൂടെ അടക്കം ചെയ്യേണ്ടതാണ്. ദർഘാസിന്റെ കൂടെ ? 200 
വിലയുള്ള കേരള മുദ്രപത്രത്തിൽ നിശ്ചിത മാതൃകയിലുള്ള കരാർ എഴുതി സമർപ്പിക്കേണ്ടതാണ്. 
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യാതൊരു മുന്നറിയിപ്പും കൂടാതെ ദർഘാസ് നടപടികൾ നിർത്തിവയ്ക്കുന്നതിനോ റദ്ദാക്കുന്നതിനോ ഉള്ള അധികാരം 
പിൻ സി പ്പാ ളിൽ നിക്ഷി പ് ത മാ ണ് . ഓഫീസിലെ പണ മി ട പാട് സമയം പ്രവർത്തി ദിന ങ്ങ ളിൽ രാവിലെ 
10 come2008 22000000410 2 Omloo coolololo. 

കൂടുതൽ വിവരങ്ങൾ ഓഫീസ് പ്രവർത്തി സമയത്ത് നേരിട്ടന്വേഷിച്ചാൽ അറിയാവുന്നതാണ്. 


[No . 01 /A2/2019 - 20 /Plan ] 
No . A2/900 / 2019 - 20 /Plan . 

29th October 2019 . 
Sealed competitive tenders are invited for the supply of Laboratory equipments to Physics Lab of P. T. M . 
Government College, Perinthalmanna for an amount of 1, 95 ,000 under “ Development of Libraries, Laboratories and 
Furniture " during the financial year 2019 - 20 . Detailed list is attached . The envelop containing the tender should be 
superscribed as “ Tender No. 01 /A2/ 2019 - 20 / Plan - Supply of Laboratory equipment to Physics Lab ” and addressed to the 
Principal, P. T . M . Govt. College, Perinthalmanna, Pathaikkara Post, Malappuram (Dist.), Kerala , India , Pin -679 322 . Late 
tenders will not be accepted . 


Last date and time for the sale of tender form — 12 - 12 - 2019 at 2 p .m . 


Last date and time of receipt of filled tender form — 12- 12 - 2019 at 3 p.m . 


Opening date and time of the tender — 13- 12 -2019 at 11 a.m . 


Intending tenderers may make an application to the Principal, P. T. M . Govt. College, Perinthalmanna , Pathaikkara 
Post, Malappuram District, Kerala , India , Pin -679 322 , to obtain the requisite tender form in which tenders should be 
submitted . The duly filled and signed original tender form will only be accepted . Application for the tender form should 
be accompanied by a cash remittance of * 672 (cost of tender form * 600 + GST 12 % ) which is the price fixed for a 
tender form and which is not refundable under any circumstances. The tender forms are not transferable. Cheques, Postal 
orders , Drafts etc . will not be accepted towards the cost of tender form and the same will not be sent by V .P .P . Those 
who are requires tender form by Registered Post, should sent * 722 by Money Order including cost of tender form and 
Registered Postal Charges. 


Every tenders should be completely filled , signed and accompanied by a Demand Draft for an amount of 
* 1,950 as EMD. EMDs carries no interest. The firms who are exempted from furnishing EMD should attach true copy of 
the exemption order along with the tender documents. The period of firmness of rate quoted will be upto 31- 3 - 2020 . 
Rates, GST and conditions of supply of articles should clearly be stated separately in respect of each item . 


The successfull tenderers should supply the equipments within one month after the receipt of the supply order to 
the college at their own expenses . Every tenderer should execute an agreement in Kerala Stamp Paper worth 200 along 
with the tender. The undersigned will herewith the right to cancel or extend the tender formalities at any time without 
further notice . The cash transactions in the office are at 10 a . m . to 2 p . m . on all working days . More details will be had 
from the College office on working hours. 


List of Items 


Sl. No . 


Items 


Specifications 


Quantity 


( 3 ) 


1 


1 


Radioactive Source Kit-one Gamma 
Source and one Beta Source 


Radioactive Source Kit, one Gamma Source (Cs- 137) 
and one Beta Source ( TI-204 ) 


Aluminium Absorber set for GM 
Counter 


with provision for changing and measuring 
thickness 


3 


Electron Spin Resonance spectrometer 


Good Quality Electron Spin Resonance spectrometer 
Aluminium body, with FET based marginal R . F . 
Oscillator , Digital LED display for frequency, Excellent 
peaks display, Digital display of Helmoltz Coil Current and 
Compatible with general purpose CRO in X - Y mode, 
with Two year Warranty 
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(2) 


(3) 


Test tube- 15mlmerck 


size 15x125mm 


Complete experimental setup for 
measuring Ionic - Conductivity 
of KCl and NaCl crystal 


0 - 15V variable Power supply with 16x2 LCD 
Display which shows Current, Voltage and 
Conductivity of sample, Short Circuit Protection , 
Voltage Course and Fine Controls, 2 year 
warranty, Extra Ammeter, Sample Holder etc. 


Complete experimental setup to 
study the Curie -Weiss law , Curie 
temperature and variation of 
dielectric constant with temperature 
of the ferro electric material 
Barium titanate 


Apparatus for the study of Dielectric constant 
and Curie Temperature of Ferroelectric Ceramics 
barium titanate , consisting of instrument with 
Digital Display for measuring Temperature and 
Capacitance with Oven , Aluminium body, with 
Two year Warranty 


Complete experimental setup for 
the measurement of dielectric 
constant of a non- polar liquid 


Experiment setup for the measurement of Dielectric 
constant of Non polar liquid including Probe 
arrangement, 2x16 LCD Display for measurement 
of Capacitance , Beaker, necessary arrangements 
etc . with instrument in full aluminium body 


8 


Complete experimental setup 
to measure velocity of sound in 
liquids - using ultra sonic 
diffraction 


High resolving spectrometer with micrometer 
eyepiece - 10 " dia , L . C . 10 Sec ., High power 
oscillator 3 to 6McC /s with quartz crystal, quartz 
crystal 5 to 6MC /s with crystal holder and 
glass tank - 3 " X3 " X3 " -Leak proof 


Complete experimental setup for 
studying wavelength of emission 
and variation of V -I charecteristic 
of LED with temperature 


Experiment setup to study the LED V - I 
characteristic variation with temperature and 
wavelength of emission with the following 
accessories: Variable power supply 0 -5V, 
digital voltmeter and ammeter with range selectors, 
LEDs different colors , Oven and Digital 
thermometer, etc . with two year warranty 


Complete experimental setup to 
determine the band gap energy 
of Ge and Si using diodes 


Experiment setup to study the band gap 
energy of Ge and Si Diodes — Instrument with 
Aluminium body , Digital Display for Forward 
Voltage and Temperature, with Two Fixed frequency 
Oscillators (5 KHz abd 20 KHz) 200 mV, temperature 
Controlled Oven in Round Metal Body, Two years 
Warranty. 


11 


1 


Millikan s oil drop experimental 
setup with LED illumination 
system and CCD camera 
microscope 


Experimental setup to determine the charge of 
an electron , setup includes droplet chamber, LED 
illumination system , CCD camera microscope with 
focus adjust, digital voltmeter to measure the 
potential, A power pack to supply continuously 
variable voltage in the range (0 - 800 V ) to the 
upper plate electrode, A digital timer, an LCD 
monitor with graduated screen , an Automizer, 
with two year warranty 


12 


Six way key 


rectangular bakelite frame, plug in type made up 
of brass 


2 


Gaz. No. 48 /2019 /DTP (Stores Purchase ). 
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- ( 1 ) 


( 2 ) 


( 3 ) 


- 13 


Centre tapped step down 
Transformer 


Centre tapped step down transformer with out 
put 9-0 - 9 Vat 2mA input 220 V mounted on plastic/ 
bakelite stand with output terminals and input 
ac two pin 


14 


Complete experimental setup for 
doing Maxwells LC bridge 
experiment 


Electronic Audio oscillator-working on 230V ac , 
1000 Hzfixed frequency for Input about IV across 
30hms, Head phones-low resistance with head sets , 
wire wound potentiometer with three terminals 1K , 
decade capacitor box with snap action switch - 3 
decade in steps of 0 .01 , 0 .1 , and 1 Mega Farad 


| 15 


Centre tapped Step Down 
Transformer 


Centre tapped step down transformer with out 
Put 6 -0 -6 V at 2mA input 220 V mounted on 
plastic /bakelite stand with output terminals and 
input ac two pin 


P . T . M . Government College , 
Perinthalmanna . 


(Sd.) 
Principal. 


- X 200 വി ല യു ള്ള മുദ്രപത ത്തിൽ എഗ്രിമെന്റ് 
തയ്യാറാക്കി ദർഘാസിനോടൊപ്പം അടക്കം ചെയ്യേണ്ടതാണ്. 
അടങ്കൽ തുകയുടെ 1 % നിരതദ്രവ്യം (കുറഞ്ഞത് ? 1, 500) 
ഇനത്തിൽ സ്റ്റേറ്റ് ബാങ്ക് ഓഫ് ഇന്ത്യയുടെ പേരാമ്പ്ര ബ്രാഞ്ചിൽ 
പിൻ സി പ്പാൾ, സി . കെ . ജി . എം . ഗവ. കോളേജ്, 
- പേരാമ്പ് എന്ന പേരിൽ മാറാവുന്ന ഡിമാന്റ് ഡ്രാഫ്റ്റ് 
ദർ ഘാ സി നോ ടൊപ്പം അടക്കം ചെയ്യേണ്ട താ ണ്. ഓരോ 
ഉപകരണത്തിൻമേലും ഈടാക്കുന്ന നികുതി നിരക്കുകൾ 
ദർഘാസിൽ കൃത്യമായി രേഖപ്പെടുത്തേണ്ടതാണ്. 


ദർഘാസ് പരസ്യം 

( നമ്പർ 1/ 2019 - 20) 
നമ്പർ A2 - Accounts/ 283/ 2019/ GCPRBRA. 

2019 ഒക്ടോബർ 28. 
പേരാമ്പ സി . കെ . ജി . സ്മാരക ഗവൺമെന്റ് 
കോളേജിലേക്ക് 2019 - 20 വർഷത്തിൽ “ 2202 - 03 - 103 - 76 - പ്ലാൻ ” 
ശീർ ഷ ക ത്തിൽ താഴെ പട്ടിക യിൽ കാണിച്ചിരിക്കു ന്ന 

2,00,000 - ന്റെ ഫിസിക്സ് ലാബോറട്ടറി ഉപകരണങ്ങൾ 
വിതരണം ചെയ്യുന്നതിന് മുദ്രവച്ച ദർഘാസുകൾ ക്ഷണിച്ചു 
കൊള്ളുന്നു . 

ദർ ഘാസുകൾ അടക്കം ചെയ്ത കവറിനു പുറത്ത് 
"" 2019 - 20 വർഷത്തിൽ പ്ലാൻ പദ്ധതിയിൽ ഫിസിക്സ് സ് 
ലബോറട്ടറി ഉപകരണങ്ങൾ വിതരണം ചെയ്യു ന്ന തിനുള്ള 
മുദ്രവെച്ച ദർഘാസ്” എന്ന് തലവാചകം എഴുതിയിരിക്കണം. 
ദർഘാസുകൾ 12 - 12 - 2019 - ന് ഉച്ചയ്ക്കുശേഷം 2.30 മണിക്ക് 
മുമ്പായി പ്രിൻസിപ്പാൾ, സി . കെ . ജി. എം . ഗവൺമെന്റ് കോളേജ് 

പേരാമ്പ്ര , പേരാമ്പ്ര പി . ഒ., പിൻ- 673 525 എന്ന വിലാസത്തിൽ 
ലഭിച്ചി രി ക്കേണ്ട താ ണ് . വൈകി കിട്ടുന്ന ദർഘാ സു കൾ 
യാതൊരു കാരണവശാലും സ്വീകരിക്കുന്നതല്ല . ദർഘാസുകൾ 
ദർഘാസുകാരന്റെയോ, അവർ അധികാരപ്പെടുത്തിയവരുടെയോ 
സാന്നിദ്ധ്യത്തിൽ 12-12- 2019 ഉച്ചയ്ക്കുശേഷം 3 മണിക്ക് തുറന്ന് 
പരിശോധിക്കുന്നതായിരിക്കും. 

ദർഘാസ് ഫോറം ആവശ്യമുള്ളവർക്ക് ഫോറത്തിന്റെ 
വിലയായ 3 672 ( GST 72 ഉൾപ്പെടെ) ഓഫീസിൽ നിന്നും 
പ്രവർത്തി ദിവസങ്ങളിൽ ഉച്ചയ്ക്ക് 2.30 മണിവരെ ലഭിക്കുന്ന 
തായിരിക്കും. പ്രിൻസിപ്പാളിന്റെ പേരിൽ മണിയോർഡർ അയച്ച് 
ആ വശ്യപ്പെട്ടാൽ ഫോറം തപാൽമുഖേന ലഭി ക്കു ന്ന 
തായിരിക്കും. ഡ്യൂപ്ലിക്കേറ്റ് ദർഘാസ് ഫോറത്തിന്റെ വില ? 336 
( GST 36 ഉൾപ്പെടെ) ആകുന്നു . ദർഘാസ് ഫോറത്തിന്റെ വില 
യാതൊരു കാരണവശാലും തിരിച്ചു നൽകുന്നതല്ല . ദർഘാസ് 

ഫോറത്തിന്റെ വിൽപ്പന 12 -12 - 2019 - ന് ഉച്ചയ്ക്ക് 2.30 മണിക്ക് 
അവസാനിക്കുന്നതായിരിക്കും. ദർഘാസ് ഫോറത്തിന്റെ വില 
ഇനത്തിൽ ചെക്കുകൾ, ഡാറ്റുകൾ, പോസ്റ്റൽ ഓർഡറുകൾ 
എന്നിവ സ്വീകരിക്കുന്നതല്ല . 


| [ No . 1/2019-20] 
No. A2- Accounts / 283/ 2019 / GCPRBRA . 

28th October 2019 . 
Sealed tenders are invited for the Supply of Lab 
equipments for 3 2 ,00 , 000 shown in the table below, 
- under "2202 - 03 - 103 - 76 - Plan Scheme 2019 - 20 ” to C . K . G. 
Memorial Govt. College , Perambra . 

The envelope containing the tender superscribing 
“ Sealed Tenders for the supply of Lab equipments under 
Plan Scheme during the year 2019 - 20 ” addressed to the 
Principal, C . K . G . Memorial Govt. College Perambra , 
Perambra P. 0 ., Kozhikode District, Pin - 673 525 should be 
reached before 2 .30 p . m . on 12 -12 - 2019 . 
Late tenders will not be accepted on any ground. 
The tenders will be opened at 3 p . m . on 12 -12 - 2019 in 
the presence of such tenderers or their authorized 
representatives who may be present at that time. 

Intending tenderers may on application to the 
| Principal , C . K . G. Memorial Govt. College Perambra , 

Perambra P. O ., Kozhikode District-673 525 , obtain the 
tender forms on which tenders should be submitted . 
Application for the tender form should be accompanied 
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( 1) 


(3 ) 


6 


by a cash remittance of * 672 ( 36 Including GST) 
which that is price fixed for a form /set of forms and 
which is not refundable under any circumstances. The 
tender forms are not transferable. Sale of tender forms will 
be closed at 2.30 p. m . on 12 -12- 2019 . Cheques, Demand 
Draft, Postal Order etc . will not be accepted towards the 
cost of tender form , nor will the forms be sent by V . P. P. 
Duplicate tender forms, if required will be issued at 
* 336 ( 36 Including GST) per copy . 


2 


8 


3 


An agreement in Kerala Government Stamp Paper 
worth * 200 should be executed and attached with the 
tender. EMD at 1 % of quoted amount (Minimum * 1,500 ) 
should be remitted by Demand Draft in favour of 
Principal, C . K . G . Memorial Govt. College , Perambra 
payable at SBI Perambra Branch should be attached . Rate 
of tax chargeable on the items should be clearly mentioned 
against each of the items quoted . 


Scale and telescope Arrangement High 
Quality Deluxe type heavy scale and 
telescope arrangement, Round casted 
iron base with three leveling screws, 
Acromatic objective lens with eye piece 
10X with vertical and horizontal fine 
adjstment installation and Two year 
warranty 
AC Power supply with Rottary switch in 
Front Panel with Short Circuit protection , 
12 Voltages, Two year warranty etc . 
Battery Eliminator - High Quality Regulated 
Battery Eliminator cum +/- 15 /2A Dual 
Supply (Specially designed for physics lab ), 
1.08V 1.46V , 2V , 3V, 4V , 5V , 6V , 7V , 8V, 9V, 
12V, + 15V with Short circuit Protection 
and Indication For all outputs , beep 
sound for 2A output, Full metal body with 
powder coated finish Two year warranty 
Dual variable power supply — 0 -32 V dual 
variable, 2A output current, 2 * 16 LCD 
Display, shows load voltage, current limit , 
Warning messages, Overload / short circuit 
protection with LED and beep indications, 
Reverse voltage protection , Thermal 
protection , Two year warranty 
Good quality Deflection Magnetometer in 
Teak Wood , two year warranty with 
compass box 
CRO attenuation probe 


LIST OF ITEMS 


Items with Specification 


Quantity 


No. 


(1) 


(2 ) 


1 


6 


Rheostat - High Quality Rheostat with 30cm 
Length & 4 . 5cm Dia., metal alloy stand, 
Porcelein coated metal cylinder type , 
durable type with Glass enamel coating; 
500 R , 40 R , 270 R , 25 R , 100 R , 250 R , 
Two Year Warranty - one each 


10 


4 


2 


11 


3 


4 


2 


4 


Resistance Box — High Quality Resistance 
Box 1 to 10000 2 Manganin Coil with 
Two year warranty — Durable 
Resistance Box - High Quality Resistance 
Box 1 to 50 2 Manganin Coil with Two 
year warranty — Durable 
Function Generator Good Quality Function 
Generator 10MHz with capacitive touch 
front panal switches, Sine , Triangle , Square 
and TTL outputs, 20 V signal with 50 R 
output, 16x4 LCD , display shows: 
frequency, amplitude, duty cycle and 
wave shape . Five years warranty . 


1 


14 


2 


15 


High quality Screw gauge with stainless 
steel rod 25mm 1/2mm pitch , accurate type 
Vernier Caliper stainless steel with wheel 
motion range, 12 .5 cm and 5 inch with 
depth gauge 
Nichrome wire with SWG 22, 24, or 26 , 
100 gram coil 
Steel wire with SWG 22, 24 , or 26 , 
100 gram coil 
Eureka /Constantan wire with SWG 22 , 24 , 
or 26 , 100 gram coil 
High Quality Galvanometer, 5x8cm Dial 
More sensitive with internal High resistance 
and Switch two year warranty 
Good Quality Dial size: 5x10cm , more 
sensitive , Voltmeter 0 to 5V , 0 to 30 V , 
0 to 1V, with Two year warranty 


16 


1 


17 


3 


Travelling Microscope- Superior Quality 
Travelling Microscope X - Y Motion rack & 
Pinion knob , Eye piece 10X , Magnifier for 
reading the Vernier, Screw gauge type 
reading with Two year warranty 


18 


2 each 
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19 


43 


1 


2 


20 


1 each 


45 


5 


Iron Wire -wire with SWG 22 , 24 , or 26 , 
100 gram coil 
Analog AC voltmeter Moving coil 0 to 20V , 
Two year warrenty 
Mirror strip with G clamp for doing Cantilever 
experiment 
Wire cutter 
Jumper wire ,male to male , female to 
female , male to female 
Slotted weight with hanger 500g * 5 
Capacitor47uF, 1000uF, (50V ) 


46 


21 


47 


10 each 


48 
49 


20 


23 
24 


Good Quality Dial size : 5x10cm , more 
sensitive, Milli Voltmeter 0 to 5mV, with 
Two year warranty 
Good Quality Dial size: 5x10cm , more 
sensitive , Ammeter 0 - 100uA , 0 - 100 mA, 
0 to 10mA , 0 to ImA with Two year 
warranty 
High quality Digital Stop Watch 10x4cm 
Dial and User Friendly , LC Display, 
Protective casing, Buzzer, UP down counter , 
with Two year warranty, AAAx2 Battery 
Operated 
Spirit level 
Compass needle 
Good Quality Table Lamp with spring & 
turning facility , LED Bulb - 2Y warranty 
L clamp 
G clamp 
Transistor BC 107 
Zener Diode 
IC 741 
IC 555 
IC 7400 
IC 7408 
107410 


4 
2 


C . K . G . Memorial Govt. College , 
Perambra . 


(Sd .) 
Principal. 


25 
26 


28 


Forest Department 

TENDER NOTICE 
No. A1-2854 /2019 . 

18th November 2019 . 
Online tenders are invited from approved contractors 
for the following works by Wildlife Warden , Wildlife 
Division , Vattiyoorkavu P. O ., Thiruvananthapuram for and 
on behalf of Governor of Kerala . The last date of 
submission of online tender will be on 12 - 12 - 2019 , 3 p . m . 
Online tenders will be opened at 3. 30 p . m . on 16 - 12 - 2019 . 
The details are available on Kerala Forest Department 
Website (www .kerala .forest. gov.in ) 

DETAILS OF WORK 


30 
31 
32 
33 


sl. 


EMD 


Name of Items 


34 
35 
36 


Approx. 
Estimate 
Amount 


No . 


Rubbertube 6mm diameter 50cm length 
High resistance Box ( lk , 10k ) 
Resistors ( 10 R , 5 R , 200 R , 470 R , 
1000 R , 2K , 3K ) 


1 each 
30 each 


1.82 Crores 


50 ,000 


38 


Supply of food materials 
to Elephants at Elephant 
Rehabilitation Centre at 
Kappukadu , ABP Range 
during 2019 -20 
Supply of food materials 
to Deers at Deer Rehabili 
tation Centre in Neyyar 
Wildlife Sanctuary during 
2019 -20 
Supply of food materials to 
Lions, Tiger and Leopard 
at Lion Safari Park in 
Neyyar Wildlife Sanctuary 
during 2019 - 20 
Supply of food materials to 
Crocodiles at Crocodile Park 
in Neyyar Wildlife Sanctuary 
during 2019 - 20 


99 .50 lakhs 


Katers reversible pendulum made up of 
steel, length 120cm , diameter 1.0cm , two 
adjustable knife edge, Two metal weights 
(made of cast iron ) of dimension (7 .5 * 3.75cm ) 
length * diameter, and (3.5 * 3.75cm ) respectively 
Instrument to measure dieletric constant 
of liquid /thin sheet, full set up , Two year 
warrenty 
Seals apparatus for measuring conductivity 
of good conductor, Two year Warranty 
Apparatus for measuring thermo emf in 
seeback effect, full set up, two year warranty 
Semiconductor diode laser- 5mW power , 
650mm wave length , Two year warranty 
Hammer- normal type iron 


50,000 


1 


1 


19.55 lakhs 


48,875 


41 


1 


42 


7 . 34 lakhs 


18 , 350 
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Qualification of Contractor: 

1. Solvency certificate should be uploaded along with 
the e -tender. 

2 . Licence issued by the local self Government 
institution for the procurement and supply of food 
materials to animals comes under the Serial Nos . 3 & 4 
( original should be produced at the time of execution of 
agreement.) 

Period of Contract — From the date of agreement and 
upto the date of execution of tender agreement for the 
ensuing year ie . 2019 - 20 . 


The details and necessary documents will be 
obtained from the aforesaid department website. A Stamp 
Paper worth * 200 should be submitted at the time of 
opening of e -tenders for executing preliminary agreement 
and solvency certificate not below 20 % of the cost of the 
goods to be supplied . The general and special order 
conditions published by Museum and Zoo Department 
will also be applicable . All the conditions prescribed for 
the submission of e -tender should also be followed . Any 
violation will be resulted in the rejection of e - tender. 
If the opening date of e-tender becomes holiday, the same 
will be opened on the next working day . 


Cost of tender form : 

Item No . (1) X 5,000 + 18 % GST ( 5,900 ) 
Item No. (2 ) X 2 ,500 + 18 % GST (t 2,950) 
Item No (3 ) x 2 ,500 + 18 % GST (8 2,950 ) 
Item No (4 ) _ 3 1 ,500 + 18 % GST (8 1, 770) 


Wildlife Division , 
Thiruvananthapuram . 


( Sd .) 
Wildlife Warden . 


Industrial Training Department 


ദർഘാസ് പരസ്യം 


നമ്പർ എ1- 586 / 2018 . 


2019 ഒക്ടോബർ 1. 


വ്യാവസായിക പരിശീലന വകുപ്പിന്റെ കീഴിൽ പ്രവർത്തിക്കുന്ന പന്ന്യന്നൂർ ഐ . ടി. ഐ .-യിലെ എം . എം. വി. ട്രേഡി 
ലേക്ക് ട്രെയിനിംഗ് ആവശ്യാർത്ഥം താഴെ പറയുന്ന സാധനങ്ങൾ വിതരണം ചെയ്യുവാൻ താൽപ്പര്യമുള്ളവരിൽ നിന്നും 
മുദ്രവെച്ച ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 


ദർഘാസ് ഫോറത്തിന്റെ വില 


ഒറിജിനൽ- 1 1,000 + 12 % GST . 


ഡ്യൂപ്ലിക്കേറ്റ്- 500 + 12 % GST. 


ദർഘാസ് ഫോറം വിൽപ്പനയുടെ അവസാന തീയതിയും സമയവും-- 4 - 12 - 2019, 2 മണി. 


മുദ്രവെച്ച ദർഘാസുകൾ സ്വീകരിക്കുന്ന അവസാന തീയതിയും സമയവും - 11 - 12 -2019 , 2 മണി. 


ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും - 11- 12 -2019, 3 മണി. 


ദർഘാസ് വില പണമായിട്ടോ മണിയോർഡർ ആയിട്ടോ മാത്രമേ സ്വീകരിക്കുകയുള്ളു. ദർഘാസ് നമ്പർ, തീയതി എന്നിവ 
രേഖപ്പെടുത്തിയ മുദ്രവച്ച കവറുകൾ പ്രിൻസിപ്പാൾ, ഗവൺമെന്റ് ഐ . ടി . ഐ ., കൂത്തുപറമ്പ , നിർമ്മലഗിരി പി. ഒ., കണ്ണൂർ-670 701 
എന്ന വിലാസത്തിൽ അയക്കേണ്ടതാണ്. താമസിച്ചു ലഭിക്കുന്ന ദർഘാസുകൾ പരിഗണിക്കുന്നതല്ല. ഒറിജിനൽ ദർഘാസ് 
പ്രമാണത്തോടൊപ്പം ആകെ വിലയുടെ 1 % നിരതദ്രവ്യവും ? 200 വിലയുള്ള കേരള സർക്കാർ മുദ്രപ്പത്രത്തിൽ പ്രാഥമിക കരാർ 
പ്രതവും ഉണ്ടായിരിക്കേണ്ടതാണ്. ദർഘാസ് തുറക്കുന്ന തീയതി മുതൽ മൂന്ന് മാസം വരെ വില നിരക്ക് പ്രാബല്യത്തിൽ 
ഉണ്ടായിരിക്കുന്നതാണ്. അല്ലാത്ത പക്ഷം ദർഘാസുകൾ യാതൊരു കാരണ വശാലും പരിഗണിക്കുന്നതല്ല . കേരളത്തിന് 
പുറത്തുള്ള കമ്പനികൾക്ക് മുദ്രപതം ആവശ്യമാണെങ്കിൽ ? 225 ( ഇരു നൂറ്റി ഇരുപത്തിയഞ്ച് രൂപ മാത്രം) പ്രത്യേകം 
മണി ഓർഡർ അയച്ചു തന്നാൽ മുദ്രപത്രം അയച്ചുതരുന്നതാണ്. ദർഘാസ് പ്രമാണം കൈമാറ്റം ചെയ്യുവാൻ പാടുള്ളതല്ല . 


- ദർഘാസ് പുതുക്കിയ സ്റ്റോർ പർച്ചേസ് മാന്വലിനും അനുബന്ധ ചട്ടങ്ങൾക്കും വിധേയമായിരിക്കും. 


Gaz . No . 48 /2019/DTP (Stores Purchase ). 
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No. A1-586 /2018 . 


1st October 2019. 


Sealed competitive tenders are invited for the supply of Instruments for training purpose to MMV trade at the 
Government ITI Panniyannur. 


Cost of tender form : 


Original 


1,000 + 12 % G . S . T . 


Duplicate 


500 + 12 % G . S . T. 


Last date and time of sale of tender form — 4 - 12 - 2019, 2 p . m . 


Last date and time of receipt of tender — 11 - 12 - 2019 , 2 p . m . 


Date and time of opening of tender - 11- 12 - 2019 , 3 p . m . 


The cost of tender forms will be received only by Cash or Money Order . Sealed tender should be superscribed 
with Tender No. and date . The tender should be addressed to the Principal, Govt. ITI Kuthuparamba , Nirmalagiri P. O ., 
Kannur-670 701. Late tenders will not be accepted. One percentage of the total cost should be remitted as Earnest Money 
Deposit. The tender in Original should be accompanied with a preliminary agreement worth 200 in Kerala Stamp Paper. 
Otherwise the tender will not be considered . The validity period of price quoted should be for three months from the date 
of opening of tenders. If this condition violates, the tender will be rejected . The Stamp Paper will be forwarded to the 
parties outside Kerala if required by remitting * 225 (Rupees Two Hundred and Twenty Five Only ) separately by Money 
Order. The tender forms are not transferable. 


The tender should be in compliance with Revised Store Purchase Manual and related Rules . 


LIST OF ITEMS 


Sl . 
No. 


Item Description 


Recommended 
Specification 


Quantity 
Required 


Sl. No. 
in the 
syllabus 

(2) 


(1) 


(3 ) 


( 4 ) 


(5 ) 


1 


14 


2 


Auto electrical Test 

Bench 


Auto electrical Test Bench — Single phase /three phase , 50 
Hz, AC input, with growler, starting motor, alternator and 
electrical system and vacuum testing facility Table top type 
with suitable battery, capable of testing 12 V /24 V systems. 
With digital ammeter/ voltmeter for easy reading, provided 
with 6V DC for testing excitation winding and 40 /80 VAC 
for testing, shorting of armature/ starter / rotor, 12 /24V starter 
motors upto 150 A free running current can be tested (test 
bench with all accessories, branded , new ) the company should 
supply 12volt 40 Ah new battery with one starter motor and 
alternator, Branded genuine new parts, warranty /Guaranty 
started from the date of successful demonstration . 
Commissioning expense should met by the supplier 
( including material cost etc .), new 


3 


47 


2 


Demonstration board of 

electronic Ignition 
system , Ignition coil 


Demonstration board of electronic Ignition system — Ignition 
coil input, LMV Four cylinder type, ignition coil , distributer, 
HT leads, spark plugs etc. which showing all parts, fitted on 
board with lay outs and details , genuine parts , new 
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(2 ) 


(3) 


- 


( 4 ) 


(5) 


4 


48 


Demonstration board of 

MPFI system 


Demonstration board of MPFI system — working model 
which showing all parts including fuel tank , fuel pump 
system ECU , sensors, actuators etc . and all accessories 
used in MPFI system all parts are fitted on a metal 
stand with layouts and details, Branded , new , genuine 
parts , warranty /Guaranty started from the date of 
successful demonstration . Commissioning expense 
should met by the supplier (including meterial 
costs etc ) 


6 


80 


Functional/experiment 
model of different type 

of sensors 


Types of sensors — Functional/experiment model of 
different type of vehicular sensors (MPFI) 10 different 
types fitted on a demonstration board , Branded , new , 
Demonstration and commissioning expense should met 
by the supplier ( including material costs etc .) 
warranty /Guaranty started from the date of satisfied 
performance test only , Commissioning expense met by 
the supplier, branded , New 


Ultrasonic Injection 
cleaning equipment 


Ultrasonic Fuel Injector cleaning equipment — table top 
type , power supply , 230V /12DC ultrasonic cleaning 
power 80 to 100W , rpm 10 to 10000, tank capacity 4 to 6 
liters, working pressure 0 to 100 pound with all accessories, 
branded , new (Demonstration / performance test and 
original catalog is needed ) warranty /Guaranty started 
from the date of satisfied Performance test only, 
Commissioning expense met by the supplier , including 
material costs & consumable costs etc . 


Office of the Principal, 
Government Industrial Training Institute , 
Kuthuparamba, P. O . Nirmalagiri -670 701. 


(Sd .) 
Principal. 


Irrigation Department 


e- TENDER NOTICE 


No. 01/EE /PWD MECH /2019 -20 . 


2nd 


November 2019 . 


through http :// etenders kerala . gov .in . Since this is an 
e - tender, only those bidders who have enrolled in the 
above portal with their own Digital Signature Certificate 
(DSC ) can participate in the tender. e - Tender document 
and other details can be obtained from the above portal. 

EMD (online payment) — 50 ,000 . 

Cost of tender documents — * 2 , 500 + 5 % + 5 % 
( Total 2 ,800 ). 

Document sale starting date and time— 3 - 11 - 2019 
at 10 a . m . 


The Executive Engineer, PWD Mechanical Division , 
Thiruvananthapuram for and on behalf of the Governor 
of Kerala invites e - tender in single bid system in 
prescribed form from the PWD registered Lift companies 
GroupB /Group A for the “ dismantling the existing old 
1 No. KONE make lift , Supply , Installation , Testing and 
Commissioning of 1 No. new passengers lift having 
9 stops in Neyyar Block of MLA Hostel, 
Thiruvananthapuram ” . 

In accordance with respective specification for 
the work as shown in tender schedule of this tender 
document, the tender is to be submitted as e - tenders 


Date and time of commencement of online bid 
submission — 3 - 11- 2019 at 11 a . m . 


Date and time of closing of online bid submission 
4 - 12 - 2019 at 5 p . m . 

Date and time of opening of bid — 6 - 12 - 2019 
at 2 .30 p . m . 
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The bidder is advised to submit the bids well before 
the stipulated date and time to avoid any kind of 
Net work issues . In this regard , the department shall not 
be responsible for any kind of such issues faced by the 
bidder. All the rules related to tender in Irrigation 
Department along with the rules and regulation prescribed 
for e -tenders by the Government of Kerala shall be 
applicable to this tender . 


Office of the Executive Engineer, 

(Sd ) 
PWD Mechanical Division , Executive Engineer 
Thiruvananthapuram . (in full additional charge ). 


VISion , 


Medical Education Department 


ദർഘാസ് പരസ്യം 


[ നമ്പർ 112/ 2019) 


(1) 


നമ്പർ സി1- 30523 / 2018 / എം . സി. റ്റി . 


2019 നവംബർ 5 . 


8. 


Bidders shall remit the tender document 
fee and EMD using the online payment option of 
e -procurement system only. Bidders are advised to 
visit downloads section of e- procurement website 
http :// etenders. kerala . gov.in for detailed instructions on 
making online payment using internet banking facility of 
SBI or by NEFT facility. In the bid , the following 
documents should be submitted by online. 

1. BOQ duly filled up and signed . 
2. Copy of PWD Registration Certificate with 

validity and class of registration attested by 

Gazetted Officer. 
3 . Technical bid details duly filled up and signed . 

(a ) Technical data sheet duly filled up and singed . 
(b ) Drawings and specifications of the lists . 
(c) If additional technical information has to be 

furnished , separate data sheet shall be 

attached . 
4. undertaking by the contractor for 3 years warranty 

and 5 years comprehensive compulsory AMC . 
5. GST Certificate . 
6 . e- Payment form duly filled and signed . 
7. Proof certificare describing the make of the product. 

Scanned copy of preliminary agreement executed 

in Kerala stamp paper worth * 200 . 
9 . EMD exemption certificate (if any ) should be 

submited on online. 
10 . Other details if any required to be furnished in this 

special condition . 
11. Form No. 83 & 84 duly filled and signed . 
12 . All tender documents duly signed . 

Hard copy of all the above documents should be 
submitted on or within 3 days after bid opening. The 
bidders shall submit the hard copy of the bid containing 
the documents as noted in the above paras in sealed 
envelope . The sealed envelope addressed to the 
Executive Engineer, PWD Mechanical Division , 
Thiruvananthapuram should reach in this office on or 
within 3 days after bid opening. The envelope should be 
superscribed with Tender No., due date and name of work . 

Tenders will be opened online in the presence of 
such bidders or their authorized representatives present at 
the prescribed time of opening before the Executive 
Engineer , PWD Mechanical Division , Thiruvananthapuram . 
If the date fixed for opening of tender is happens to be a 
holiday or due to net failure the tender will be opened in 
the next working day at same time and place . 

The right to accept or reject of e- tender without 
assigning any reason is vested with the Executive 
Engineer, PWD Mechanical Division , Thiruvananthapuram . 


തിരുവനന്തപുരം മെഡിക്കൽ കോളേജ് ട്രാൻസ്പഷൻ 
- മെഡിസിൻ വിഭാഗത്തിലേക്ക് Fully Automated Coagulation 
- Analyser (1 No.) വിതരണം ചെയ്യുന്നതിലേക്ക് നിശ്ചിത 

ഫോറത്തിൽ മുദ്രവച്ച ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 
ദർഘാസ് അടക്കം ചെയ്യുന്ന ക വ റിനു മുകളിൽ 
ദർഘാസ് നമ്പർ എഴു തേ ണ്ട തും വ്യക്ത മായി പൂരിപ്പിച്ച് 
വെട്ടി ത്തിരു ത്ത ലു കൾ ഇല്ലാതെ പിൻ സി പ്പാൾ, 
മെഡിക്കൽ കോളേജ്, തിരുവനന്തപുരം എന്ന വിലാസത്തിൽ 
അയക്കേണ്ടതാണ്. ദർഘാസുകൾ താഴെ ചേർത്തിട്ടുള്ള 
തീയതികളിലും സമയത്തും അപ്പോൾ ഹാജരായിട്ടുള്ള ദർഘാസ് 
സമർപ്പിച്ചവരുടെയോ അവർ ചുമതലപ്പെടുത്തിയിട്ടുള്ള 

പ്രതിനിധികളുടെയോ സാന്നിദ്ധ്യത്തിൽതുറക്കുന്നതാണ്. 
-- വൈകി കിട്ടുന്ന ദർഘാസുകൾ പരിഗണിക്കുന്നതല്ല. 

- ദർഘാസ് സമർപ്പിക്കുവാൻ താൽപ്പര്യമുള്ളവർ മെഡിക്കൽ 
കോളേജ് ഓഫീസിൽ അപേക്ഷിക്കുന്നപക്ഷം ആവശ്യമായ 
ദർഘാസ് ഫോറങ്ങൾ താഴെ കൊടുത്തിരിക്കുന്ന പ്രകാരം തുക 
അടച്ചാൽ ലഭിക്കുന്നതാണ്. ദർഘാസ് ഫോറങ്ങൾ കൈമാറ്റം 
ചെയ്യാൻ പാടുള്ളതല്ല. ചെക്കുകൾ, പോസ്റ്റേജ് സ്റ്റാമ്പ്, ഡിമാന്റ് 
ഡാഫ്റ്റ് എന്നിവ ദർഘാസ് ഫോറ ത്തിന്റെ വില യായി 
സ്വീകരിക്കുന്നതല്ല. ദർഘാസ് ഫോറം വി . പി . പി . ആയി 
അയയ്ക്കുന്നതല്ല. 

അടങ്കൽ തുക ? 4,99,999. 
നിരതദ്രവ്യം --{ 5,000 (1 %). 
ദർഘാസ് ഫോറത്തിന്റെ വില ( നികുതി സഹിതം ): 

ഒറിജിനൽ ? 1,695 (t 1500 + 180 + 15 ). 
ഡ്യൂപ്ലിക്കേറ്റ് ? 848. 
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BôreIONÙ GR1300 od 090g/5m BOJMIM ml001010 
NOB1010 - 12 - 2019 , 3 om . 

ദർഘാസ് ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
NOO10- 11- 12 - 2019, 2. 30 am . 


11. Instrument should be able to load minimum of 20 

samples at a time using primary tubes and Micro vial 
(for small sample volume) and any sample position can 
be used as STAT position . 


12 . 


ദർ ഘാ സ് തുറക്കുന്ന തീയതിയും സമയവും 
11- 12 - 2019, 3 cm . 


Instrument should be programmable to a minimum of 9 
tests per sample. 


ദർഘാസ് നിരക്ക് പ്രാബല്യത്തിലിരിക്കുന്ന തീയതി 
31 - 3 - 2020 . 


13. D -Dimer reagent should have minimum 15 days open 

vial stability with pre -calibration . (should notdemand 
any calibrator plasma and do not waste reagent/ 
cuvettes for calibration .) 


- കൂടു തൽ വിവ ര ങ്ങ ൾ പവൃത്തി സമ യത്ത് ഈ 
ഓഫീസിൽ അന്വേഷിച്ചാൽ അറിയാവുന്നതാണ്. ദർഘാസ് 
നടപടികൾ മുന്നറിയിപ്പില്ലാതെ നീട്ടി വയ്ക്കുന്നതിനോ നിർത്തി 
വ യ്ക്കു ന്നതിനോ ഉള്ള അ ധി കാരം പിൻ സി പ്പാളിൽ 
നിക്ഷിപ്തമായിരിക്കും. 


14 . 


Instrument should use only one Cuvette per test at 
any Assay testing sequence except in case of auto 
dilution . i.e. If end user run Two PT tests consecutively, 
instrument should use only two cuvettes and should 
not waste any additional cuvettes in this process . 


SPECIFICATIONS 


1. Instrument should be brand new Fully Automated 

Coagulation analyzer to handle workload around 
50 tests /day and Reagents and Consumables should 
be minimum in pack size to meet this workload with 
better on board and open vial stability. 


15. Instrument should be able to accommodate minimum 

of 200 cuvettes onboard . 


16 . Fibrinogen Assay should have minimum of onemonth 

open vial stability with pre -calibration option . 


2 . Instrument should be open system to use any reagents . 


17. User Login facility should be available in the instrument 

for better traceability and accountability and should 
use Windows 10 or more Operating System to ensure 
Cyber Security. 


18. Instrument should have touch screen display for user 

interface . 


19. Instrumentshould have minimum of the last 6 months 

patients results log and should have one year IQC 
results in memory. 


3. Instrumentmeasurement principle should be based on 

Mechanical/Optical Technology. 
4 . Capable to run Clotting Assay, Chromogenic Assay & 

Immunoturbidimetric Assays. 
5 . Tests parameters required — PT , APTT, TT , ATIII , 

Fibrinogen , Lupus Anticoagulant Screen and Confirm , 
Anti- Xa (UFH & LMWH ), D - dimer, Chromogenic 
Protein C , Chromogenic Free Proteins, Factor VIII, 

Factor IX , other specific coagulation factor assays. 
6 . Reagents and Consumables should be manufactured 

by samemanufacturer as that of the Instrument to 

ensure standardised protocol for any tests . 
7. Clot Based Assays are to be insensitive to high bilirubin 

and Lipemic Samples . 
8 . All reagents positions should be in refrigerated 

condition for better reagent stability and should be 
able to accommodate PT ,APTT, Fibrinogen , D - dimer, 
Lupus Screen , Lupus Confirm , Anti - Thrombin , Factor 

VIII and Factor IX Reagents simultaneously on board . 
9 . Instrument should have Positive barcode identification 

for both Sample and Reagents. Also , should display 
Lot number, Expiry and On -board stability for better 

management of Reagent inventory . 
10 . PT Assay should be based on pre -calibration and 

should not demand any calibrator plasma in case of 
results expressed in PT INR . 


20. QC management with Levy Jennings chart & Westgard 

rules with QC alarms. 
21. Instrument should have LIS connectivity with Bi 

directional transferring capacity . 
22. Instrument should have automatic rerun facility with 

pre - defined criteria if the results are out of limits. 


23. 


Should have safety certificate from a competent 
authority CE issued by a notified body registered in 
Europear Commision / FDA (US )/STQC CB certificate / 
STQC S certificate or valid detailed electrical and 
functional safety test report from ERTL . Copy of the 
certificate /test report shall be produced along with 
the technical bid . 


24 . Warranty — 3 years 25 AMC /CAMC should be quoted 

separately . 


Gaz . No. 48 /2019 /DTP (Stores Purchase ). 
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TENDER SCHEDULE 


1. The period for which the rates to be in firm — 

One year. 


- 


2. The rates should be inclusive of sales tax and for 

free delivery at the department concerned , 
otherwise the tender will be rejected . 


| 16. Negotiation will be made only with the firm offering 

lowest price whose specification conforms to the 

requirements in the tender notification . 
17. Tender will be opened in the presence of such of 

the tenderers or their authorized representatives 
who may present at the time. They should have 

valid authorization letters. 
18 . More details can be had from this office on 

working hours . 
19. Amount quoted should be in Indian Rupees. 


3. Advance payments conditions will not be 

considered. 


4. Tender forms are neither transferable nor the cost of 

it will be refundable under any circumstances. 


| [ നമ്പർ 113 /2019 ] 


5 . Tenders are to be sent with details and illustrated 
| pamphlet ( wherever necessary ) neatly typed. 
Manuscripts should be avoided as far as possible . 


6 . Tenders should be accompanied with a formal 

agreement executed in X 200 Kerala - non 
Judicial- Stamp Paper together with required sum 
of Earnest Money Deposits . 


7. Earnest Money Deposits (one percentage) of the 

total cost of the articles quoted for, can be remitted 
by way of Crossed Demand Drafts drawn in 
favour of the Principal, Medical College , 
Thiruvananthapuram . 


8. Firms will be exempted from furnishing Earnest 

Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenderers . 


നമ്പർ സി1- 30091 / 2017/ എം . സി . റ്റി . 

2019 നവംബർ 5 . 
-- തിരുവനന്തപുരം മെഡിക്കൽ കോളേജ് ട്രാൻസ്പഷൻ 
മെഡിസിൻ വിഭാഗത്തിലേക്ക് set of 6 Micropipette with tips 
and curousel x2 Nos. വാങ്ങുന്നതിലേക്ക് വിതരണം ചെയ്യുന്ന 
തിലേക്ക് നിശ്ചിത ഫോറത്തിൽ മുദ്ര വച്ച ദർഘാസുകൾ 
ക്ഷണിച്ചുകൊള്ളുന്നു . ദർഘാസ് അടക്കം ചെയ്യുന്ന കവറിനു 
മുകളിൽ ദർഘാസ്നമ്പർ എഴുതേണ്ടതും വ്യക്തമായി പൂരിപ്പിച്ച് 
വെട്ടിത്തിരുത്തലുകൾ ഇല്ലാതെ പ്രിൻസിപ്പാൾ, മെഡിക്കൽ 
കോളേജ്, തിരുവനന്തപുരം- 695 011, കേരള എന്ന വിലാസത്തിൽ 
അയയ്ക്കേണ്ടതാണ്. ദർഘാസുകൾ താഴെ ചേർത്തിട്ടുള്ള 
തീയ തികളിലും സമയത്തും അപ്പോൾ ഹാജ രാ യിട്ടുള്ള 
ദർഘാസ് സമർപ്പിച്ച വ രു ടെയോ അവർ ചുമ ത ല പ്പെടു ത്തി 
യിട്ടുള്ള പ്രതിനിധികളുടെയോ സാന്നിദ്ധ്യത്തിൽ തുറക്കുന്നതാണ്. 
വൈകി കിട്ടുന്ന ദർഘാസുകൾ പരിഗണിക്കുന്നതല്ല . 

ദർഘാസ് സമർപ്പിക്കുവാൻ താൽപ്പര്യമുള്ളവർ മെഡിക്കൽ 
കോളേജ് ഓഫീസിൽ അപേക്ഷിക്കുന്നപക്ഷം ആവശ്യമായ 
ദർഘാസ് ഫോറങ്ങൾ താഴെ കൊടുത്തിരിക്കുന്ന പ്രകാരം തുക 
അടച്ചാൽ ലഭിക്കുന്നതാണ്. ദർഘാസ് ഫോറങ്ങൾ കൈമാറ്റം 
ചെയ്യാൻ പാടുള്ളതല്ല. ചെക്കുകൾ, പോസ്റ്റേജ് സ്റ്റാമ്പ്, ഡിമാന്റ് 
ഡാഫ്റ്റ് എന്നിവ ദർഘാസ് ഫോറ ത്തിന്റെ വില യായി 
സ്വീകരിക്കുന്നതല്ല. ദർഘാസ് ഫോറം വി. പി. പി . ആയി 
അയയ്ക്കുന്നതല്ല. 

അടങ്കൽ തുക ? 1,50,000 . 
നിരതദ്രവ്യം ? 1,500 (1 %). 


9. Tenders unsealed , unsigned or submitted without 

superscription as specified are liable to be rejected . 


10 . 


Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained . 


11. Belated tenders will not be considered under any 

circumstance . 


ദർഘാസ് ഫോറത്തിന്റെ വില ( നികുതി സഹിതം ): 


12 . For Medicines , Surgicals and Materials, Samples 

should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection . 


- ഒറിജിനൽ ? 678 (600 + 72 + 6). 


13. Tenders should bear the signature and full postal 

address of the tenderers wherever necessary. 


ഡ്യൂപ്ലിക്കേറ്റ് ? 339. 
ദർഘാസ് ഫോറം വിൽക്കപ്പെടുന്ന അവസാന തീയതിയും 
സമയവും- 10 - 12 -2019, 3 മണി. 

ദർഘാസ് ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
- സമയവും 11- 12 - 2019 , 2. 30 മണി. 


14. The undersigned reserves the right to reject any 

tender wholly or partially without any prior 
information to the tenderers . 


- ദർഘാസ് തുറ ക്കു ന്ന തീയതിയും സമയവും 
11- 12 - 2019, 3 മണി. 


15 . Specifications of the items are given in the list. 
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ദർഘാസ് നിരക്ക് പ്രാബല്യത്തിലിരിക്കുന്ന തീയതി 
31- 3 - 2020 . 


കൂടു തൽ വിവ ര ങ്ങ ൾ പവ്യത്തി സമയത്ത് ഈ 
ഓഫീസിൽ അന്വേഷിച്ചാൽ അറിയാ വു ന്ന താണ്. ടെണ്ടർ 
നടപടികൾ മുന്നറിയിപ്പില്ലാതെ നീട്ടി വയ്ക്കുന്നതിനോ നിർത്തി. 
വ യ്ക്കു ന്നതിനോ ഉള്ള അ ധി കാരം സൂപ ണ്ടിൽ 
നിക്ഷിപ്തമായിരിക്കും. 


Specifications 
4 digit display 
Fully autoclavable without disassembly 


5. Tenders are to be sent with details and illustrated 

pamphlet (wherever necessary ) neatly typed . 

Manuscripts should be avoided as far as possible . 
6 . Tenders should be accompanied with a formal 

agreement executed in * 200 Kerala - non 
Judicial-Stamp Paper together with required sum 
of Earnest Money Deposits. 
Earnest Money Deposits (one percentage ) of the 
total cost of the articles quoted for, can be remitted 
by way of Crossed Demand Drafts drawn in 
favour of the Principal, Medical College , 

Thiruvananthapuram . 
8. Firms will be exempted from furnishing Earnest 

Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenderers. 


Lightweight 
Chemically resistant position providers 
User adjustment option 
Temporary adjustment of pipetting volume 
possible wen working with difficult liquids 
Spring loaded tip cone except for 5 and 10 ml 
3 yrs warranty 
Each set should include 6 pipettes of following 
volumes 

(a) 0.5 - 10 microlitre 
(b ) 2 - 20 microlitre 
(c) 10 -100 microlitre 
(d ) 100 - 1000 microlitre 
(e) 0.5 -5 ml 

(f) 20 -200 microlitre 
Set tips should contain of following volumes 

(a) 0.1 - 10 microlitre 
(c ) 2-200 microlitre 
(d ) 50 -1000 microlitre 


9. Tenders unsealed , unsigned or submitted without 

superscription as specified are liable to be rejected . 
10 . Tenders submitted with insufficient Earnest Money 

Deposit will not be entertained . 
11. Belated tenders will not be considered under any 

circumstance . 
12. For Medicines, Surgicals and Materials , Samples 

should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection . 


13 . Tenders should bear the signature and full postal 

address of the tenderers wherever necessary. 
14 . The undersigned reserves the right to reject any 

tender wholly or partially without any prior 

information to the tenderers. 
15 . Specifications of the items are given in the list. 


Each set should also include 500 microtips from the 
same manufacturer (standard microtips 100 - 500 microlitre 
(5 bags of 100 tips ) and a pipette carousel. 


16 . Negotiation will be made only with the firm offering 

lowest price whose specification conforms to the 

requirements in the tender notification . 
17. Tender will be opened in the presence of such of 

the tenderers or their authorized representatives 
who may present at the time. They should have 
valid authorization letters . 


TENDER SCHEDULE 
1. The period for which the rates to be in firm , 

One year. 
2. The rates should be inclusive of sales tax and for 

free delivery at the department concerned , 

otherwise the tender will be rejected . 
3. Advance payments conditions will not be 

considered . 
4 . Tender forms are neither transferable nor the cost of 

it will be refundable under any circumstances. 


18. More details can be had from this office on 

working hours . 


19 . Amount quoted should be in Indian Rupees. 


ഗവൺമെന്റ് മെഡിക്കൽ കോളേജ്, 
തിരുവനന്തപുരം. 


( 397) 
പ്രിൻസിപ്പാൾ. 
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ക്വട്ടേഷൻ പരസ്യം 


നമ്പർ S4/ 20043 /2017/ MCC. 


2019 ഒക്ടോബർ 28. 


2 . Withdrawal from the quotation after it is accepted 

or failure to supply within a specified time or 
according to specifications will entail cancellation 
of the order and purchases being made at the 
offerers expenses from elsewhere , any loss 
incurred thereby being payable by the defaulting 
party . In such an event the Government reserves 
also the right to remove the defaulter s name from 
the list of Government suppliers permanently or 
for a specified number of years . 


കോഴിക്കോട് ഗവ. മെഡിക്കൽ കോളേജിലെ ഇ .എൻ. ടി. 
വിഭാഗത്തിലെ ഓഡിയോ വെർബൽ തെറാപ്പി സെന്ററിലേക്ക് 
പു സ് ത ക ങ്ങ ൾ വിത രണം ചെയ്യു ന്ന തിന് പസാ ധ കർ, 
അംഗീകൃത വിതരണക്കാർ എന്നിവരിൽ നിന്നും മുദ്രവെച്ചതും 
മത്സരാടിസ്ഥാനത്തിലുള്ളതുമായ ക്വട്ടേഷനുകൾ ക്ഷണിച്ചു 
കൊള്ളുന്നു . 

അടങ്കൽ തുക ? 3,72,059. 
ക്വട്ടേഷനുകൾ ക്വട്ടേഷൻ നമ്പർ മേലെഴുത്തോടുകൂടി 
നേരിട്ടു നൽകുകയോ പ്രിൻസിപ്പാൾ, ഗവൺമെന്റ് മെഡിക്കൽ 
കോളേജ്, കോഴിക്കോട്- 8 എന്ന വിലാസത്തിൽ അയയ്ക്കുകയോ 
ചെയ്യേണ്ടതാകുന്നു . ക്വട്ടേഷനുകൾ 10 - 12 - 2019 - ന് രാവിലെ 
11 മണിക്ക് മുൻപായി ഓഫീസിൽ ലഭിച്ചിരിക്കേണ്ടതാകുന്നു . 
വൈകി ലഭിക്കുന്ന ക്വട്ടേ ഷ നു കൾ സ്വീക രിക്കു ന്നത ല്ല . 
ക്വട്ടേ ഷ നു കൾ അവ സമർപ്പിച്ച വ രു ടെയോ അംഗീകൃത 
പതി നി ധി യു ടെയോ സാന്നി ദ്ധ്യ ത്തിൽ 10 - 12 - 2019 
രാവിലെ 11.30 - ന് തുറക്കപ്പെടും. പുസ്തകങ്ങളെ സംബന്ധിച്ചും 
മറ്റ് വിശദവിവരങ്ങൾക്കും പ്രവൃത്തി സമയത്ത്ഓഫീസുമായി 
ബന്ധപ്പെടുക ( ഫോൺ- 0495 2350212 ). 


ടൈറ്റിൽ അടിസ്ഥാനത്തിൽ അനുവദിക്കാവുന്ന ഡിസ്കൗണ്ട്, 
വിതരണത്തിന് ആവശ്യമായ പരമാവധി സമയം, താങ്കൾ 
പ്രതിനിധീകരിക്കുന്ന പ്രസാധകരുടെ ലിസ്റ്റ്, വിതരണരീതി, 
അയയ്ക്കുന്നതിനുള്ള ചെലവ് എന്നിവയും ക്വട്ടേഷനോടൊപ്പം 
സമർപ്പിക്കേണ്ടതാണ്. 


3. Samples , duly listed , should be forwarded if called 

for under separate cover and the unapproved 
samples got back as early as possible by the 
offerers at their own expenses and the 
Government will in no case be liable for any 
expenses on account of the value of the samples 
or their transport charges, etc . In case, the 
samples are sent by railway ; the railway receipt 
should be sent separately, and not along with the 
quotation since the quotation will be opened only 
on the appointed day and demurrage will have to 
be paid if the railway parcels are not cleared in 
time. Quotations for the supply of materials are 
liable to be rejected unless samples, if called for 
of the materials tendered for are forwarded . The 
approved samples may or may not be returned at 
the discretion of the undersigned. Samples sent 
by V. P . Post or "freight to pay will not be 
accepted . 


4 . No representation for enhancement of price once 

accepted will be considered during the currency 
of the contract. 


No . S4/20043/2017/ MCC. 

28th October 2019 . 
Sealed quotations are invited for the supply of the 
materials specified in the schedule attached below / 
overleaf. The rates quoted should be for delivery of the 
articles at the place mentioned below . The necessary 
superscription , due date for the receipt of quotations, the 
date up to which the rates will have to remain firm for 
acceptance and the name and address of officer to whom 
the quotation is to be sent are noted below . Any 
quotation received after the time fixed on the due date is 
liable to be rejected . The maximum period required for 
delivery of the articles should also be mentioned . 
Quotations not stipulating period of firmness and with 
price variation clause and / or ‘subject to prior sale 
condition are liable to be rejected . 

The acceptance of the quotations will be subject to 
the following conditions: 
1. Acceptance of the quotation constitutes a 

concluded contract. Nevertheless , the successful 
tenderer must within a fortnight/a month after the 
acceptance of his quotation furnish 5 per cent of 
the amount of the contract as security deposit 
and execute an agreement at his own cost for the 
satisfactory fulfillment of the contract, if so 
required. 


5. Any attempt on the part of tenderers or their 

agents to influence the Officers concerned in 
their favour by personal canvassing will disqualify 
the tenderers. 


6 . If any license or permit is required , tenderers must 

specify in their quotation and also state the 
authority to whom application is to be made . 


7. The quotation may be for the entire or part 

supplies . But the tenderers should be prepared to 
carry out such portion of the supplies included 
in their quotation as may be allotted to them . 
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8. (a) in cases where a successful tenderer , after 

having made partial supplies fails to fulfill 
the contracts in full, all or any of the 
materials not supplied may, at the discretion 
of the Purchasing Officer be purchased by 
means of another tender / quotation or by 
negotiation or from the next higher tenderer 
who had offered to supply already and the 
loss, if any, caused to the Government shall 
thereby together with such sums as may be 
fixed by the Government towards damages 
be recovered from the defaulting tenderer. 


pre - receipted invoices in all cases where 
payments (advance/ final ) for release of railway 
receipts/shipping documents are made through 
Banks. In exceptional cases where the stamped 
receipts of the firms are not received for the 
payments ( in advance ) the unstamped receipt of 
the Bank (i.e .counterfoils of pay -in -slips issued 
by the Bank ) alone may be accepted as a valid 
proof for the payment made. 
(b ) The tenderers shall quote also the percentage 

of rebate (discount) offered by them in case 
the payment is made promptly within fifteen 
days/within one month of taking delivery of 
stores. 


(b ) Even in cases where no alternate purchases 

are arranged for the materials not supplied , 
the proportionate portion of the security 
deposit based on the cost of the materials 
not supplied at the rate shown in the tender 
of the defaulter shall be forfeited and balance 
alone shall be refunded . 


11. Any sum of money due and payable to the 

successful tenderer or contractor from 
Government shall be adjusted against any sum of 
money due to Government from him under any 

other contracts . 
12. Special conditions, if any, printed on the 

quotation sheets of the tenderer or attached with 
the tender will not be applicable to the contract 
unless they are expressly accepted in writing by 

the purchases. 
Quotation No . — S4 /20043 /2017 /MCC . 


(c ) Any sum of money due and payable to the 

contractor ( including Security Deposit 
returnable to him ) under this contract may be 
appropriated by the Purchasing Officer or 
Government or any other person authorized 
by Government and set-off against any claim 
of the Purchasing Officer or Government 
for the payment of a sum of money arising 
out of or under any other contract made by 
the contractor with the Purchasing Officer or 
Government or any other person authorized 
by Government. 


PAC — 


3 ,72 ,059. 


Due date and time of receipt of Quotations 
10 -12- 2019 , 11 a. m . 

Date and time of opening of Quotations 
10 -12-2019 , 11.30 a. m . 


Date up to which the rates are to remain firm for 
acceptance — 31- 3- 2020 . 


9. The prices quoted should be inclusive of all taxes, 

duties, cesses, etc ., which are or may become 
payable by the contractor under existing or future 
laws or rules of the country of origin /supply or 
delivery during the course of execution of the 
contract. 


Designation and address of officer to whom the 
quotation is to be addressed - Principal, Government 
Medical College , Kozhikode . 

Superscription : Quotation for Purchase of Books to 
Audio Verbal Therapy Centre , Department of ENT, Govt. 
Medical College, Kozhikode. List attached . 


Specifications 


10 . (a ) Ordinarily payments will be made only after the 

supplies are actually verified and taken to stock 
but in exceptional cases , payments against 
satisfactory shipping documents including 
certificates of Insurance will be made up to 
90 per cent. of the value of the materials at the 
discretion of Government. Bank charges incurred 
in connection with payment against documents 
through bank will be to the account of the 
contractor. The firms will produce stamped 


Available discount , maximum time required to supply 
the books, list of publishers represented by you , mode of 
supply and freight charges are also to be furnished with 
quotation . 


Govt. Medical College , 
Kozhikode. 


(Sd .) 
Principal. 


Gaz . No. 48 / 2019 /DTP (Stores Purchase ). 
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Printing Department 


E - TENDER NOTICE 


No. 26452/2018/G1. 

19th November 2019 . 
The Director of Printing , Government Central Press , 
Thiruvananthapuram -695 001 (0471- 2331458 ) invites on 
behalf of Printing Department for the purchase of 
dry vacuum pressure pump with motor (4 Nos. ) in 
Govt. Press, Ernakulam and Shoranur. 

For more details please see the Kerala Government 
e -Procurement web portal. 


Total Estimated Cost 6 ,00,000 . 
EMD @ 1 % estimated cost — 36,000. 
Cost of tender form — 1, 200 + 18 % GST. 
Last date and time of application — 13 - 12 - 2019 at 5 p. m . 
Date & time of opening — 16 - 12 - 2019 at 11 a. m . 

SPECIFICATION 
Type - Rotary vacuum type combination 

pressure / vacuum pump suitable for 

sheet fed offset printing machine. 
Pressure / Vacuum — + 0 .6 /- 0 .6 bar . 


6 . Brochures containing the details of the equipment 

and technical specifications should be uploaded . 
All the technical specifications should be 
mentioned clearly by the bidder and any deviation 

should be brought out clearly . 
7. Warranty period of the machine/ equipment should 

be minimum 1 year. 
(a ) Specify the warranty period offered by the 

bidder if more than 1 year . 
8 . Bidders should produce documentary evidence in 

proof of the following list of 
(a) Supplies made by them for the type of 

machine/equipment tendered . 
(b ) Performance Certificates from reputed customers 

for the type of equipment tendered . 
9. Spare parts should be available for a minimum 

period of 5 years. Specify details. 
The delivery period should be specifically 
mentioned in the tender. Any abnormal delay in 
delivery attrac compensation and penalty by the 

supplier or action by the Purchasing Officer. 
11. The rate quoted should be valid for a period of 

minimum 6 months . 
The Department has every right to reject the 
tender at any time during the tendering process, if 
any violation of any of the tender conditions is 

noticed . 
13 . Tender evaluation will be done purely on the 

basis of the document submitted by the bidder 
and no document submitted other than that will 
be used as a basis for evaluation . Hence all 
documents which the bidder feels necessary for 
the evaluation of his tender should be submitted . 


Flow rate — 50m3/hr. 
Noise level — 75dBA . 


There should be two parts on the vacuum side, out 
of which one should be regulatable . 

General Conditions 
1. All the Technical Specification should be 

mentioned clearly by the bidder . 
( a ) If yes , whether document in proof of the 

same (printed catalogues ) is attached with the 

tender. 
2 . Equipments should be standard , branded and 

proven product and available in the market. 
(a ) If yes, whether document in proof of the 

same is attached with the tender. 
3. Only manufacturing firm of their authorized dealers 

are eligible to participate in the tender. 
4 . If manufacturing firm (OEM ), proof of the same 

should be attached . 
(a ) If yes, whether document in proof of the 

same is attached with the tender. 
5. Service centres in Kerala for prompt after sales 

services is preferred . 
(a ) Specify the details of nearest Service Centres 

with Address and contact telephone number 
and e -mail address if available . 


All Rules and regulations of the tender shall be in 
accordance with the Store Purchase Manual of the 

Government of Kerala . 
15 . Payment Condition : — 100 % of the payment will 

be made after satisfactory receipt of the 
equipment in good conditions at the purchased 

premises . 
16 . Bidder shall submit EMD as per G . O . ( P ) 

No. 448 /05 /Fin . dated 13 - 10 -2005. If availing EMD 
examples , should produce documentary evidence 
for the same. Firms producing MSME for 
exemption of EMD should submit invariably the 
competency certificates issued by the National 

Small Industrial Corporation Limited , New Delhi. 
17. An agreement in Kerala Stamp Paper worth 

200 should be executed along with the tender. 


Office of the Director of Printing , 
Government Central Press, 
Thiruvananthapuram - 1. 


(Sd .) 
Director of Printing 
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ദർഘാസ് പരസ്യം 


നമ്പർ 78 / 2019 - 20. 


2019 നവംബർ 19. 


will not be accepted towards the cost of forms nor will the 
forms be sent by V. P.P . The tender forms are not 
transferable . Sale of tender forms will be closed at 
12 Noon on 11 -12 - 2019 . An agreement in Kerala Stamp 
Paper worth * 200 should be executed along with the 
tenders . Late tenders and tenders not accompanied by 
Earnest Money Deposit @ 1 % of total cost and 
preliminary agreement in Kerala Stamp Paper worth ? 200 
will not be accepted on any account. 


PAC 7 1 ,60 ,000. 


Office from which tender form are available for sale 
The Superintendent of Government Presses, Government 
Central Press , Thiruvananthapuram . 

SPECIFCATION 


60 AH Tubular Batteries — 20 Nos . 


സർക്കാർ അച്ചുകൂടങ്ങളിലേക്ക് UPS കൾക്ക് ബാറ്ററി 
വിതരണം ചെയ്യുന്നതിനും ഇൻവെട്ടർ സർവ്വീസ് ചെയ്യുന്നതിനും 
മുദ്രവച്ച ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . ദർഘാസുകൾ 
11-12 - 2019 ഉച്ചയ്ക്ക് 1 മണിവരെ സ്വീകരിക്കുന്നതും അന്നേദിവസം 
3 മണിക്ക് ദർഘാസുകാരുടെയോ അവർ ചുമതലപ്പെടുത്തിയ 
ഏജന്റുമാരുടെയോ സാന്നിദ്ധ്യത്തിൽ തുറക്കുന്നതുമാണ്. 
ദർഘാസ് അയയ്ക്കുന്ന കവറിനു മുകളിൽ “ദർഘാസ് നമ്പർ 
78 /2019- 20 UPS കൾക്ക് ബാറ്ററി വിതരണവും ഇൻവെട്ടർ 
സർവ്വീസ് ചെയ്യുന്നതും സംബന്ധിച്ച് എന്ന്ഉപലേഖനം 
ചെയ്തിരിക്കണം. താമസിച്ചു കിട്ടുന്ന ദർഘാസുകൾ യാതൊരു 
കാരണവശാലും സ്വീകരിക്കുന്നതല്ല. 

അടങ്കൽ തുക 1,60,000. 
- ദർഘാ സു കൾ നിർദ്ദിഷ്ട ഫോറ ത്തിൽ സാമ്പിൾ 
സഹിതം സമർപ്പി ക്കേ ണ്ട താ ണ്. ദർഘാസ് ഫോറ ങ്ങൾ 
? 400 ( + ജി . എ സ് . ടി . 12 %) നിര ക്കിലും ഡപ്ലി ക്കേറ്റ് 

200 ( + ജി .എസ്. ടി . 12 %) നിരക്കിലും തിരുവനന്തപുരം 
ഗവൺമെന്റ് സെൻട്രൽ പ്രസ്സിൽ നിന്നും നേരിട്ട് വാങ്ങാവുന്ന 
താണ്. ദർഘാസ് ഫോറത്തിന്റെ വിലയായി ചെക്ക്, ഡിമാന്റ് 
ഡാഫ്റ്റ്, പോസ്റ്റൽ ഓർഡർ, തപാൽ സ്റ്റാമ്പ് എന്നിവ 
സ്വീകരിക്കുകയോ ഫാറം വി. പി. പി. ആയി അയയ്ക്കുകയോ 
ചെയ്യുന്നതല്ല. ദർഘാസ് ഫോറങ്ങൾ കൈമാറ്റം ചെയ്യുവാൻ 
പാടില്ലാ ത്ത താ ണ് . 2 2 00 വില യുള്ള കേരള സർക്കാർ 
മുദ്രപത ത്തിൽ എ ഗി മെന്റും മൊത്തം തുകയുടെ 1 % 
നിരതദ്രവ്യവും ദർഘാസിനോടൊപ്പം സമർപ്പിക്കേണ്ടതാണ്. 
അല്ലാത്തവ യാതൊരു കാരണവശാലും സ്വീകരിക്കുന്നതല്ല . 

ടെണ്ടർ ഫോറം വില്പനയ്ക്ക് ലഭിക്കുന്ന സ്ഥലം 
ഗവൺമെന്റ് സെടൽ പ്രസ്സ്, തിരുവനന്തപുരം 


Warranty 5 year 


Office of the Director of Printing , 
Govt. Central Press, 
Thiruvananthapuram - 1. 


(Sd.) 
Superintendent. 


Stationery Department 


TENDER NOTICE 


പെസിഫിക്കേഷൻ 


No. 1334/B1/2019/Sty . 

21st November 2019 . 
e- Tenders are invited online from paper 
manufacturing mills/ paper suppliers through the site 
http ://www .etenders.kerala.gov. in for the supply of the 
following paper items: 

PAC _ 1,55 ,00,000 . 
Tender No. 92/2019 -20. 


60AH ട്യൂബിലർ ബാറ്ററികൾ 20 എണ്ണം 


5 വർഷ വാറണ്ടി 


Name of Item — Photo Copying Paper A4 (21 x 29.7 cm .) 
80 gsm , 90 % brightness (min .), ( 2.49 Kg per ream of 500 
sheets), IS : 14490 /1997. (" Govt. of Kerala ” should be 
printed on the flat top of each ream packet. The Printing 
should have 10 - 20 mm width Stickers, Seal ect. will not be 
allowed ) (Grammage : + /- 2 .5 % variation allowed ). 


No. 78/2019 -20. 

19th November 2019 . 
Sealed tenders superscribed as Tender 
No. 78 /2019 - 20 for the supply of the UPS Battery 
and Service of Inverter is invited by undersigned . 
The tenders along with samples should reach this office 
on or before 11 -12- 2019 at 1 p. m . and the same will be 
opened at 3 p . m . on the same day in the presence of 
tenderers or their authorized representatives who may be 
present at that time. Tenders shall be submitted in the 
prescribed form which can be had from the office of the 
undersigned on cash payment of * 400 + GST @ 12 % 
for original form and * 200 + GST @ 12 % for duplicate . 
Cheque, Demand Draft , Postage Stamps, Postal Orders etc . 


Unit — Tonne 


Qty . 187 


Cost of tender form — * 30,010 


Date and time of tender/bid submission ( online ): 
7th December 2019 up to 3 p. m . 
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Date and time of tender /bid opening (online) 10th 
December 2019 at 4 p . m . 

• All Tenders/bids shall be accepted only through 

online mode and no manual submission of the 
same shall be entertained . 


by registered post /speed post or physically to this 
office on or before the date and time of opening 
of the tender /bid . Tenders/bids received online 
without scanned copy of the preliminary 
agreement and subsequently the original in a 
separate cover by registered post/speed post or 
physically will not be considered and shall be 
summarily rejected . 


• 


The tenders/bids shall be opened online at the 
O /o the Controller of Stationery , 
Thiruvananthapuram on the prescribed date and 
time. 


• The tenders/ bids must be quoted in English 

Language only. 


Each Tenderer shall furnish 1 % of the total cost of 
the material as Earnest Money Deposit. No bidder 
(except SSI units within the state registered with 
the stores purchase department) shall be exempted 
from remittance of EMD /bid security vide GO (P ) 
No. 448/05/Fin . dated 13 - 10 -2005 . 


Supply should be started within 20 days and 
completed with in 45 days from the date of receipt 
of the Supply Order by e -mail by post whichever 
is earlier. 


The rate quoted should be valid for a period of 90 
days . The rate quoted must be both in figures 
and words and it must be firm for the supply 
period . 


Rate should be quoted for free delivery including 
unloading charges at various Department Stores 
within the State of Kerala . 
All rules and regulations of the Tender/bid shall 
be in accordance with the Store Purchase Manual 
of the Govt. of Kerala . An offer in Hard Copy 
which is not reflected in the BOQ will not be 
considered at any cost. 


Tenderers can quote Two rates ( 1 & 2) and submit 
samples ( 1 & 2) . If there is only one sample , but 
the sample number ( 1 or 2 ) is not mentioned , it s 
rate shall be considered the lowest . 
Sample paper is essential . 1 ream in manufactor s 
packing of quoted item should be reached the 
undersigned on or before the opening time of 
tender . Samples in cut pieces or in size which are 
not suitable for conducting lab test will not be 
tested & accepted . Tender No., Name of the paper 
mill should be recorded in sample also . 


Offers for articles with ISI Mark should be 
accompanied by a duly attested copy of the latest 
valid license issued by BIS for manufacture of the 
articles with ISI Mark . 


The successful tenderer will have to execute an 
Agreement Deed in the prescribed format on a 
Kerala Stamp Paper worth * 200 for the due 
fulfilment of the contract after depositing 5 % of 
the contract value as Security Deposit. The duly 
attested copy of Supply Order also be submitted 
along with Final Agreement. 
The undersigned has every right to amend /cancel 
full or part of this Tender Notice . 


The covers containing the samples shall be 
appropriately superscribed with the tender number 
and addressed to the Controller of Stationery , 
Thriruvananthapuram - 695 033 . Late covers will not 
be accepted . 
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All disputes are subject to jurisdiction on the 
courts of Thiruvananthapuram . 


On line tenders /bids are to be accompanied with a 
preliminary agreement executed on a Kerala Stamp 
Paper worth Rs. 200 /-. The scanned copy of the 
preliminary agreement and General conditions duly 
signed by the contractor shall be submitted online 
and subsequently the original in a separate cover 


Office of the Controller 
of Stationery, 
Thiruvananthapuram . 


(Sd .) 
Controller of Stationery. 
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